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. The right knife for the right job 


High quality craftsmanship has been a Russell 
Harrington tradition for 150 years, The preci- 
sion, manufactured DEXTER line has long been 
recognized as the finest used in the food service 
industry from coast to coast. There’s a perfectly 
balanced DEXTER for every kitchen use — for 
fast, accurate, and economical cutting. 


DEXTER cutlery is made from the finest high 
carbon and high carbon stainless steel and 
offers you the best and longest wearing edge 
qualities available. For the most complete line 
of quality cutlery, DEXTER can’t be matched. 
Order from your DEXTER dealer today. 


Please enter my order for the following DEXTER 
cutlery: 


Quantity Cat.No. | Description 
| | 


tT t 
Name 


Business 


Address 


City State Zip 


Poitmarkad June 5-75 


ominre, 
me? 


FSE 50M 6/74 wen 


(3’PROFESSIONAL 
tag g CUTLERY 


for the 
‘> food service industry 


RUSSELL HARRINGTON CUTLERY, INC., 


BONING KNIVES / wide or narrow blade 


COOKS KNIVES / forged & regular 


SINCE 1818 


DEXT 


The Right Knife 


13G6R 6% High-Carbon Rosewood 
$13G5R 5” Stainless Rosewood 
$13G6R 6" Stainless Rosewood 


13G5NR 5” stiff High-Carbon Rosewood 


13G6NR 6" High-Carbon Rosewood 
S13G5HBR 5“ flex Stainless Rosewood 
13G6HBR 6” High-Carbon Rosewood 


also available in stainless steel 


4898 3" High-Carbon Rosewood 
48910 10” High-Carbon Rosewood 
48912 12" High-Carbon Rosewood 
48914 14” High-Carbon Rosewood 
er jE. 

45A10H 10" High-Carbon Rosewood 
45A12H 12% High-Carbon Rosewood 
S6598HG 8" Stainless Rosewood 


SLICERS 


$46910 10” Stainless Rosewood 
$46912 12” Stainless Rosewood 
SC - scallop edge 


40912 12" High-Carbon Rosewood 
40914 14” High-Carbon Rosewood 


44910 10” High-Carbon Rosewood 
44912 et High-Carbon Rosewood 
S449SHG or Stainless Rosewood 


HG - hollow ground 


$2096 6" Stainless Rosewood 
$2096SC 6” Stainless Rosewood 
SC - scallop edge 


1196R 6% High-Carbon Rosewood 
1198R 8" High-Carbon Rosewood 
11910R 10” High-Carbon Rosewood 
11912R bse High-Carbon Rosewood 


ETER KNIVES SPATULAS/TURNERS 


x ae ) 

= + | 

~~) $249612 612 x ie Ses Rosewood 

32G10R 10” High-Carbon Rosewood Nos 5 | 
32G12R 12” High-Carbon Rosewood WS ie) 

$32G10R 10" Stainless Rosewood s 
$32G12R 12” Stainless Rosewood $2496 6x 15/16" Stainless Rosewood 
$2498 Bx 144" Stainless Rosewood 


es. a $24910 10x 158" _— Stainless Rosewood | 
STEEL/CERAMIC SHARPENER $24912 12x13%4" — Stainless Rosewood | 


Also availabie — extra flexible blade 


t 
— ee > nee 
> 
A12R 1275 Hard Steel Rosewood 


ANAR 14” Hard Steel Rosewood NEES 
$24931 3" Stainless Rosewood 


! 
lea $249372SC 31/2" Stainiess Rosewood | 


< SC - scallop edge 


R12 12g Ceramic Rosewood 
R14 14” Ceramic Rosewood 


S$245R Se Stainless Rosewood 


5287 rAy Solid Steel Walnut 4 
” vood 
5288 a” Solid Steel Wainut S$242V2 4 Stainless Rosewood 
5289 ge Solid Steel Walnut 
5387 aie Solid Steel Wainut 2 t 4 
| a, Save | lala) : 
| 
$8696 6" x3" Stainless Rosewood 


- other sizes available 
| 5178 ae High-Carbon Hardwood eS 
\ ssise 8” __ Stainless Hardwood _ y 
COOK'S FORKS / forged & regular Sy 


= ——= 18386C BiiKSe High-Carbon Rosewood 


$2896 10%” Stainless Rosewood 


$240 242" Stainiess Rosewood 


S2896%2 6Y2"" Stainless Rosewood 


eee 
23 —— a) 


heavy weight 


28912MF 12’ High-Carbon Rosewood 

28914MF 14” High-Carbon Rosewood 
—— 
| —— 5 

128914 14” High-Carbon. Rosewood 


Pizza Cutter 


S3A 2%" Stainless Aluminum 
SS a, 
Steak, Table 
44a" Stainless Staminawood 
193 3" High-Carbon Rosewood “a >» 
| $193 gt Stainless Rosewood a» 
$193HG 3 Stainless Rosewood Parisian Cutter 
] $42 Ye x 1¥e'* Stainless Rosewood 
HG - hollow ground bow! 
a | (1 
| & So 
| 197 3" High-Carbon Rosewood Tongs 
| $197 3V Stainless Rosewood | ST-1 15" Stainless Rosewood 


S197HG 3 Stainless Rosewood 
HG - hollow ground 


a aa > | $47G10 10° Stainless Rosewood 
teh Gotan 
194¥4R 3Y4"" High-Carbon Rosewood —— 6 fruit Knif 
i ' rapetruit Knife 
$194VY4R 3Y4t Stainless Rosewood 8259280 344" Stainless Rasewood 


